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METHOD OF TAKING DIMENSIONS 



ELECTROLIERS 

Projection from centre of fitting to centre 
of lamp 

PENDANTS 

Extreme Diameter . 

BRACKETS 

Projection from wall to centre of lamp 

STANDARDS 

Height from Table to Nozzle 




m 



F 



T 



DIMENSIONS 



1 

2 
3 
4 
5 



10 

11 

12 
13 
14 
15 
16 
17 



ELECTROLIERS 

\0h 101 8 



Pro 

12 i 

12 

10.1 

13" 

14| 

16 

11 

14 



BRACKETS 



i No. 30 

I No. 4" 
Brema 
Steyne 
George I. 

| Rotunda 

1 Iron Pricket 

.No. 10' 

Grecian Spout 7 

.No. 1. Crystal 11 

LANTERNS 

i) 

Domed 13 

Gondola 9 

'36-Paned 13 

iRobia 13 

'Picenza 12 

iBomb^ 12 

'No. 5. Baluster 5 

i Etched Urn 6 

No. 1. Baluster 12 

.Gothic 6 

PENDANTS 

'Console Reflector 12 i 

11 s „ 9, 12 8 18 

'Shell „ 12 

i Ribbed „ 17 

'Alabaster „ 16 

i Filigree „ 19 

' Bachante Corona 24 

Barbican „ 29 

Beaded ,, 16 8 18 

iGadrooned „ 16 

Laurel Counterweight 10 

(Pan „ 4! 

No. 68 „ 22 

i No. 30 „ 20 



nches 



■imi'k'r 

inches 



meter 

nches 



18 
19 

20 
21 
22 
23 
24 
25 



26 

27 

28 

29 

30 

31 

32 
33 



Vauxhall 
Radiate 

Tied Reed 
Sheffield 



Barn 
Charles II. 

Eagle 
Adams Vase 



No. 76 
H.R. 



3J, 4J & 

1. Crystal 8 8 



No, 
Arabella 

6 b 
Canova 

Styrian Wall Lantern 
Bay 



7 

5.1 

5 
5 

4' 
8| 

8.1 
71 

8 

5h 

10 

6.1 

5 1 
8 

41 
31 



nches 



STANDARDS 

Height 

Dwarf Urn 9| inches 

'Signet 11 

.'H.R 20 „ 

(Ovum 27 

(G. Slide Rod 24, 24 & 20 

IE 24 „ 

'No. 1. Crystal 18 

i Carpel 14.1 

'Sheffield 9, 1 1 & 14 

i Pricket 18 „ 

Lombardy 34 

i Larnpard 30 

Pompeian (Floor Standard) 4 f ee t Q inches 

Bowl .. .. 6 „ 8 „ 
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No. 30. Electrolier ... 3 lights... £4 10 

No. 30. .. ... 5 „ ... £6 

No. 30. ,. (heavy) 5 . ... £10 



No. 4". Electrolier ... 3 lights ... £7 10 



" 




" Brema " Electrolier ... 4 lights ... £5 10 




"Steyne" Electrolier .. 6 lights £8 10 
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"George I." Electrolier ... 18 lights ... £27 




"Rotunda" Electrolier... 10 lights ... £.15 10 O 




■ Prickel " Electrolier . 7 lights L J 10 O 




No. 10*. Electrolier 



7 lights ... LI 5 10 




Grecian Spout Lamp ... 4 lights ... L\2 10 




No. 1. Crystal Electrolier ... 15 lights ... £15 10 




Domed Pilaster Lantern 




"Gondola" Lantern and Staff ... 




36-Pdned Lantern 




" Robia " Lantern ... 

(Caryatids < (sells) 



... £25 




" I'k en/a " Lantern 



£8 10 




Bombe Lantern 



£9 () 





No. 5. BalusU-r Ljnlcrn 



Beaded " f ti hed I irn " Lantern 



II 1) 
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No. I, Dome Baluster Lantern 



L4 10 



Gothic Lantern 



... £2 2 
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Hexagon "Console" IVnd.mi 



No. 1I»- Pendant (small) 
.. ,, .uedium) 

(Urge) 



£1 10 
£2 10 
£3 15 




'Shell" Bowl Reflet lor ... 4 1i C hts ... £4 10 




Ribbed Bowl Reflector Pendant ... £4 10 




Alabaster Bowl IVndant 



112 




Filigree Pendant {silk reflector) 12 10 




'Bachante" Corona 

(< isells) 



LI 5 10 
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' Barbican " Corona 



£25 




Beaded Band Corona (small) 13 10 

(large) 13 15 




Gadrooned Corona 



£3 
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'Laurel" Counterweight Pendant ... £1 lo 




Hexagon Pan Kef lei tor Pendant 
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No. 68. Counterweight Pendant ... £5 10 




Nn. 30. Counterweight Pendant 



LI 5 




' V.mxh.ill " St uni r 




' Radiate " S< nm e 




"Tied-ret-d" Mirror Sconce 



£3 o 




Oval "Sheffield" Scorn e 



11 10 




" Barn " St on< e 




"Charles II." Octagon Sconce 



... £4 4 




' I -i>4 li- " reeded-arm Br.n ke 




Adams Vase Bra. k t -t 



_ 




No. 76. Bra. kel 



L3 5 




"U.K.'' Brackel (small) .. 
(medium) 
(large) 



L\ 10 
II 15 
12 5 




No. 1. Crystal Bracket (small) £2 15 

(large) £3 15 




"Arabella" fir.ukfl 



15 10 




V, 6 Brackel 



JZ 




Canova " D " Bra< kef 



L2 5 



*%\v2 




' Styrian " Wall Lantern 




Hay Wall Lantern 



^v 




Dwarf Urn, " E " Standard 



L2 5 




'Signet" Standard, 11 in. high, with 

i ,Llin shade £2 

with oval lattii e 
shade, as shewn ,,, ... ... ... (_ 2 10 (} 




' U.K." Standard 











"Ovum" Sliding Standard ... 2 lights ... 14 4 




Slide-rod "C" Standard (as shewn) ... £1 15 

plainer „ £1 10 

(small) £1 5 




Slide-rod "E" Standard 



£3 3 
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No. 1. Crystal Standard 



"Carpel" Standard £6 15 

with plain shade £5 10 











"Sheffield" Candlestick (small) 

(medium) 
(large) 



£ 1 5 
ii 10 o 

L2 O 




Pricket " B " Standard £1 15 Q 
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" Lombardy " Altar Standard 



LI 10 




* Lampard ** Standard 
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